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25X1X 
i. v‘vanagement of the gehvurzheide synthesewer?: (geynthesis plant). 
a goviet corporation plant near Sent tenbers; {N S28/a SA), 
former designation Brabag (Lignite Gasoline pee as 25X1A 
3° oviet chief engineers Cept abauliiayey 
erman managers iMaertens 
Chisf chomist: mY. Klein 
Chief engineer; Greduate unginesr velss 
Director of personnel: Spottog 
S. “jor forces 


bout 4,800 te 5,000 employeos and workers 
e. Productions 


bout 129 tons ef gasoline per day {about half of the formr 
production). DBy-producstss; Liquid soap, gas ofl, paraffin. 
shoe polish, and basic ointments. Gasoline of four different 
jualities is produced. The octans number of the best quad iby 
tg SQ. Detailed informetion on the other three qualities is 
not available. The ee is supplied to the Sovie: Apny 
ia Yeallvoad tank ¢ars 


& quenical pases: 


(igaite briquettes (so-called "Semmel") originating from the 
“marge and yixtoria tii tines. Pischer-Trepsch process (contact 
wPosess without pressure; cobalt and nickel are used ac chemi= 
sal gontacts} » 
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5. Turbines: 


Three turbines ere uvailable, two being operated (one 7,850~kw, 
and one 4,500~kw turbine). 


another turbine whieh is ur cently needed is under repair at 
the 1uG plant in vest Berlin. 


6. power: 
OR ET ND 


Power is supplied from the nearby Lauchhammer (iv 52/m 96) 
giant powcr station which was fofiuorly eguipned with seven 
turbines. Today, only one of 12,500 kw is in operation. 


7. 4 map of the schwarzheide hydrozenation plunt (seale; 1:2,500) 
with legend is annexed). 


25X1A MR coment: 


a. The daily production rate as indicated in thés report evor= 
responds to an annual rate of about 43,000 m tons of gasoline. 
The capecity of the plant 1s about 95,000 m tons primary pro= 
ducts per year. The synthetic process applied makes it possibie 
to adjust, to a large extent, the quantitative proportion of 
Liquid gas, gasoline, gas oil and paraffin by choosing appre- 
priate conditions for reaction. Thus it seemg possidie thet 
the production of the $chwarzheide synthesis plant shoulda hava 
bcen shifted to ms ofl, paraffin ond others. In view or the 
welleknovm shortness of fuel throughout the goviet Zone of Ge. = 
meny, however, such a shift is considered unlikely. 


db. The plent is owned by the *synthesis" Goviet Corporation 
which is reportedly headed by Lt col :ukaroy. 


i annex; ‘liap of the sehwarzheide hydrogenation plant 
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Legend to annex ? ie 25X1A 


A Soap preduotion 

B paraffin production 

C Refingshing department 

D Fuel-dletillation deparyuent 

E Fuel preperation 

F Gas production 

a pover plant 

H fuel storace and filling station 
fy former fuel-distillating departmant 
Ho Former gaa production 


the folloving individual installations ore also known: 


Buiidin: Wo 15. Malin workshop 


ae Zowmunity house 

Qu Aitchen 

2d ainihbistration 

ao plant Laboratory 

38 eter tover 

LS Gguardroom of fire department 
vd “ain guardrocn 

245 yuel prouuction 


116 through 119 synthesizin tower 

179 through 165 Buildins yard 

wE igl, log, 120, Lvs, 162, nat : 231 , e3e Ge 3holde» in 
operation 

34, 46, 19S, 209, 168, 123, 145, 146, 212 Colin; tevers 

19, 42, 58 defilling station (19 ~ Boiler ing:alis ton 
partially denolished) 

29 Hoiler instelistions (3 large, 5 smal] beliers in 
operction, capacity of the lardge~size beilers about 
644,000 gallons each} 


x Urossei~out spots mean buildings demol shed end Bot 
reconstructed . 
wae ik te ab gy Wee we ad ded caret Wade dh 
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